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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 152045 
ORIGIN COME-OO 

INFO OCT-01 EA-12 ISO-OO EB-08 AID-05 PA-02 NRC-07 
SOE-02 CEA-01 CIAE-00 DODE-OO DOE-15 H-02 INR-10 
INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 
OES-07 SP-02 SS-15 STR-07 TRSE-00 ACDA-12 /147 R 

DRAFTED BY COM/BED/OED/MEPD/JLSMITH/CF 
APPROVED BY EB/OCA/CD:REDAY 
COM/BED/OED/MEPD/LENGLESON 
COM/BED/OED/MEPD/SMCONGER, DIR. 

COM/BED/OIM/DEARLE (INFO) 

AID/RDP/RBROUGHAM (INFO) 

EA/EP:DSTEBBING (INFO) 

074800 151519Z/72 

R 151413Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 

UNCLAS STATE 152045 

E.O. 11652: N/A 
TAGS: BENC, TH 

SUBJECT: MAJOR PROJECT: THAILAND NATURAL GAS PIPELINE 
REF: A) BANGKOK 16150, B) BANGKOK 9793, PREVIOUS 

1 . ACCORDING RECENT ISSUE "INTERNATIONAL CONSTRUCTION 
WEEK", FLUOR HAS BEEN SELECTED TO DESIGN AND SUPERVISE 
CONSTRUCTION OF SUBJECT PROJECT. CONTRACT REPORTEDLY 
AMOUNTS TO 4.6 MILLION DOLLARS. 

2. ALTHOUGH ICW STORY TALLIES WITH REFTEL B REPORT 
THAT FLUOR WAS FRONT RUNNER, WOULD APPRECIATE EMBASSY 
CONFIRMATION THAT CONTRACT HAS, IN FACT, BEEN LET. 

UNCLASSIFIED 
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PAGE 02 STATE 152045 

CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 52045 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BED/OED/MEPD/JLSMITH/CF 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780250-0734 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780655/aaaabveu.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 47856088-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 78 BANGKOK 16150, 78 BANGKOK 9793 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2336219 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: THAILAND NATURAL GAS PIPELINE 
TAGS: BENC, TH 
To: BANGKOK 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/47856088-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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